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CONFIDENTIAL 


TO:' laspectlon Branch/PD/OL 

FRON: Chleff Engineering Staffs 00 

( 7t // Hi / /v/v' / 7 i ^ /€. X ^ ^ 

Contractor 
Address 


DATE: 


1 Fehrimry 1 gf)!^ 


COMERACT HO. : T-Q- ^ 


REPORT HO.; 


FIHAL ■o.Ut 


^If final, so s 

) 



Eqjaipment • UHCLASSIFIEDl 
Classification finiitrant « SBGRET 


Commodlty/Service Time Event Marker : 

No. of Prototypes ipmuL'i c tpaMA-Li C ontract Completion Date: 30 noif»Qnii^of ipAn 
The Contractor is on schedule y Y es 


_No 

jcYes 


Ho 


Ho 


Yes 


^Ho 


The Contractor will remain with his allocated funds _ 

An extension of time will be necesseay ^_yes 

All phases of the technical progress are satisfactory 
The overall performance of this contractor is: JxxJ. Satisfactory 

/ / Subject to Improvement 
/ / Unsatisfactory 

NOTE: If unsatisfactory or subject to in^rovement, indicate reasons under 
comments 

Comments ^77 _ 


Recommended Action 


TemU n a te T ask. 


Date of Visit to Contractor's Plant 

BSD -.—12=- HEV om _ 8 IMP ... - BY 
OBia COMP OPI — type - 


g Dgp.faabf>r.JLg 60 . 


Inspected by : J 

Division; 

Extension: 


0C.R/R-ri)«KE 
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